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URA €446~-62 
1k duly 1962 


MEMORANDUM FOR: Chief, Materiel Staff, OSE 


SUBS ECT : Bequest for Single-bidebasc Radio 
Equi peent 


1. suecessful operational usage of the a os 
staiion has conclusively deworstrated the desirability of 
heving an emergency cummunications capability between the base 
and the aireraft throughout the duration of the LDEALIST 
waingions., At the present time, this capability ia being 
utilised for beth training and Headquarters~directed sissicas, 
resuiiing in wany hours of S88 operriion esch week. 


&. ie order to minimize cperator fatigue, (and thereby 
enhance communications reliability) the L¥H-2 receiver at the 
base station should be equipped with a squeich or “ncise 
blenker” circuit. Such a circuit would ainimize the constant, 
high~level noise (electrostatic and thermel) from the monitor 
receiver, and would switch the unit to the desired listening 
jevei when a legitimate signei 44 present at the input. 


3. It is therefore requested that the linteriel Sieti 
procure 1 each “Hoise Blenker” for use with the present E¥N~2 
transceiver. ‘The desired unit is Kedel 1368-2, 110-1240 volts, 
30-60 CPS operation. The menufgcturer is ’ 
Ceder Rapides, lowa, and the approsinare cost ie $124.00. This 
aquipment should be shipped to for installation and 
utiliention on the IDEALIST progran. 
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